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2. SUMMARY: SEPTELS REPORT EMBASSY RECOMMENDATIONS 
FOR AUTHORIZED VOLUNTARY EVACUATION OF DEPENDENT 
AND NEW TRAVEL ADVISORY -ANGUAGE ADVISING 
NON-OFFICIAL AMERICANS TO LEAVE CHINA. DIPLOMATIC 
COMPOUND RESIDENTS WHO WERE USING BINOCULARS TO 
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WATCH THjS JIANGUOMENWAl OVERPASS WERE WARNED BY TANK 
TROOPS TO STOP WATCHING WITH BINOCULARS OR RISK 
BEING FIRED UPON. THE AIRPORT WAS OPEN AS OF 1600 
JUNE 6 AND THE ROAD TO THE AIRPORT WAS OPEN BUT 
TRAFFIC WAS MOVING SLOWLY. CAMPUSES ARE STILL 
QUIET. WE lAVE HAD DIFFICULTY REACHING CONGEN 
CHENGDU BY PHONE, BUT THE TELEX LINK IS STILL 
RELIABLE. WE ADVISED CHENGDU TO MAKE RESERVATIONS 
FOR DEPENDENT E:vACUx\TION, AND ASKED THEM TO ADVISE 
BUSINESSMEN TO THE COUNTRY. SHENYANG IS QUIET 

AS OF 1900, ACCORDING TO THE CONGEN. THE JUNE 6 
PEOPLE'S DAILY OMITTED ANY REFERENCE TO MARTIAL LAW 
OR SENIOR -EADERSHIP ACTIVITIES AND THE JUNE 6 CHINA 
DAILY PRINTED ONLY LIMITED EXCERPTS OF KEY PARTY AND 
GOVERNMENT DOCUMENTS PRINTED IN PEOPLE'S DAILY JUNE 
5 (SEE BEIJING 15503 FOR FURTHER DETAILS) . THE EC 
12 COUNTRIES ARE OFFERING AUTHORIZED VOLUNTARY 
EVACUATION TO DEPENDENTS. CANADIAN AND AUSTRALIAN 
EMBASSIES ARE REDUCING TO SKELETAL STAFFS. END 
SUMMARY. 

3 , DEPENDENT EVACUATION 



THE EMBASSY IS SENDING BY SEPTEL A RECOMMENDATION 
FOR AUTHORIZED VOLUNTARY EVACUATION OF DEPENDENTS 
FROM ALL POSTS IN CHINA. 

4. NEW TRAVEL ADVISORY LANGUAGE 



WE HAVE SUBMITTED BY SEPTEL A RECOMMENDATION FOR NEW 
TRAVEL ADVISORY LANGUAGE ADVISING BUSINESSMEN AND 
PRIVATE CITIZENS THROUGHOUT OINA TO DEPART THE 
COUNTRY 

5. JIANGUOMENWAI DIPLOMATIC COMPOUND RESIDENTS 
THREATENED 



RESIDENTS OF THE JIANGUOMENWAI DIPLOMATIC COMPOUND 
WHO WERE ON THEIR BALCONIES WITH BINOCULARS 
OBSERVING THE JIANGUOMENWAI OVERPASS WERE WARNED BY 
TANKERS USING HANDHELD LOUDSPEAKERS. THE TANKERS 
WARNED RESIDENTS THAT IF THEY DID NOT WITHDRAW FROM 
THE BALCONIES AND CEASE THEIR OBSERVATION, THEY 
WOULD BE FIRED UPON. 

6. AIRPORT OPEN 
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AS OF 1600 JUNE 6, THE AIRPORT WAS OPEN AND THE ROAD 
TO THE AIRPORT WAS PASSABLE, ALTHOUGH THE NORMAL ONE 
HOUR ROUND TRIP TOOK ABOUT TWO HOURS. SOLDIERS AND 
TROOP TRUCKS ARE STILL IN EVIDENCE AT THE THIRD RING 
ROAD WHERE IT INTERSECTS THE AIRPORT ROAD, 

7. CAMPUSES STILL QUIET, BUT ARTILLERY HEARD BY 
EMBOFF IN FRIENDSHIP HOTEL AREA 
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THE EMBASSY STUDENT RELOCATION TEAMS HAVE VERY 
LITTLE TROUBLE DRIVING TO THE NORTHWEST AREAS OF THE 
CITY. PROBLEM AREAS WERE THE NORTH, EAST, AND WEST 
SECOND RING ROADS, WHICH WERE OCCUPIED BY INFANTRY 
AND ARMOR. THERE WERE NO TROOPS ON OR AROUND ANY OF 
THE CAMPUSES. ACCORDING TO STUDENT AND FACULTY, ALL 
CAMPUSES HAVE REMAINED FAIRLY QUIET SINCE SUNDAY. A 
LARGE NUMBER OF THE AMERICAN STUDENTS FELT SECURE ON 
THE CAMPUSES AND REFUSED THE EMBASSY'S RELOCATION 
OFFER. HOWEVER, AT 1500 JUNE 6, AN EMBOFF IN A 
POSITION NEAR THE FRIENDSHIP HOTEL IN THE 
NORTHWESTERN BEIJING REPORTED HEARING ARTILLERY 
FIRE. 

8. CHENGDU ADVISED TO MAKE RESERVATIONS TO EVACUATE 
DEPENDENTS 



WE ARE HAVING TROUBLE WITH THE PHONE LINES BETWEEN 
CHENGDU Airo BEIJING, BUT THE CONGEN MANAGED TO GET 
THROUGH TO US THE AFTERNOON OF JUNE 6 . WE ADVISED 
THAT CHENGDU MAKE RESERVATIONS ON A FLIGHT TO 
GUANGZHOU FOR DEPENDENT EVACUATION. {THERE ARE ONLY 
THREE FLIGHTS PER WEEK.) WE ALSO ADVISED THE CONGEN 
TO TELL AMCIT BUSINESSMEN TO LEAVE CHINA. CHENGDU'S 
TELEX CONNECTION TO THE EMBASSY IS STILL RELIABLE. 

8 . SHENYANG REPORTEDLY QUIET 
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CONGEN SHENYANG REPORTS THE CITY APPEARS QUIET. 

9. PEOPLE'S DAILY FRONT PAGE MAKES NO MENTION OF 
MARTIAL LAW SITUATION 



IT APPEARS THAT THE PEOPLE'S DAILY REFUSAL TO PRINT 
A LIBERATION ARMY DAILY EDITORIAL AND CHINA DAILY'S 
SEVERE EDITING OF STATEMENTS BY THE PLA MARTIAL LAW 
HEADQUARTERS (PREVIOUSLY REPORTED BEIJING 15503), 
OCCURRED LAST NIGHT, AFFECTING JUNE 6 ISSUE OP THE 
PAPERS. TODAY'S FRONT PAGE OF THE PEOPLE'S DAILY 
MAKES NO MENTION OF ANY MARTIAL LAW ACTIVITIES OR 
THE SITUATION IN BEIJING. THE CHINA DAILY PRINTED 
VERY LIMITED EXCERPTS OF THE PARTY CENTRAL COMMITTEE 
AND STATE COUNCIL JOINT STATEMENT MAKING ONLY 
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LIMITED REFERENCES TO "COUNTER-REVOLUTIONARY 
RIOTS." THE CHINA DAILY ARTICLE ALSO CARRIED ONLY 
TWO PARAGRAPHS FROM THE LETTER TO THE PLA MARTIAL 
LAW UNITS BY THE PLA GENERAL STAFF, GENERAL 
POLITICAL DEPARTMENT, AND GENERAL LOGISTICS 
DEPARTMENT THAT APPEARED IN YESTERDAY'S PEOPLE'S 
DAILY. 

10. EC 12 IMPLEMENTING AUTHORIZED VOLUNTARY 
EVACUATION FOR DEPENDENTS 



EC AMBASSADORS MET THIS AFTERNOON. AS OF TODAY, 
NONE OF THE EC WILL GO BEYOND AUTHORIZED VOLUNTARY 
EVACUATION OF DEPENDENTS, I.E. NO MANDATORY 
EVACUATION, NO REDUCTION TO SKELETAL STAFFS. THE 
FRG SEEMS TO BE MOVING MOST QUICKLY OF THE EC 
EMBASSIES--MOST OF THEIR DEPENDENTS WILL VOLUNTARILY 
DEPART BY TOMORROW VIA CHARTERED FLIGHT. WE 

SECRET 

SECRET 

PAGE 04 BEIJIN 1557 5 02 OF 03 061216Z 



Page - 6 

UNCLASSIFIED 



: 33lkSLASSIFIED 

)ate Printedi 05/14/1998 DOC^NUMBER: B9BEIJIN15575 CHANNEI,: n/a 



SECRET 



NNNN 

SECRET 

PAGE 01 BEIJIN 15575 03 OF 03 061216Z 
ACTION EAP-00 

INFO LOG-00 ADS-00 AID-00 INR-07 EUR-00 SS-00 OPR-00 

CIAE-00 DODE-00 H-01 NSCE-00 NSAE-00 SSO-00 HA-09 

L-03 CTME-00 TRSE-00 PM-10 AIT-02 PA-01 CCO-00 

OMB-01 INRE-00 OCS-06 CA-02 FBOE-05 A-00 USSS-00 

USIE-00 SP-02 OC-01 M-01 SR-06 SNP-01 PRS-01 

DS-01 SCT-02 P-02 T-01 /065 W 

133174 061235Z /47 

0 0612112 am 89 ZFF4 
FM AMEMBASSY BEIJING 

TO SECSTATE WASHDC NIACT IMMEDIATE 0216 

INFO AMEMBASSY TOKYO 

AMEMBASSY SEOUL 

AMEMBASSY MOSCOW 

AMEMBASSY LONDON 

AMEMBASSY BANGKOK 

AMCONSUL HONG KONG IMMEDIATE 

AIT TAIPEI IMMEDIATE 

USCINCPAC HONOLULU HI IMMEDIATE 

AMCONSUL GUANGZHOU IMMEIDATE 

AMCONSUL SHANGHAI IMMEDIATE 

DIA WASHDC IMMEDIATE 

AMCONSUL SHENYANG POUCH) 

AMCONSUL CHENGDU POUCH) 

SECRET SECTION 03 OF 03 BEIJING 15575 
NIACT IMMEDIATE FOR CHINA WATCH ONLY 
NSC FOR DOUG PAAL 
CINCPAC FOR FPA 



Page - 7 

UNCLASSIRED 



Date Printed: 05/14/1998 DOC.NUMBERt 89BEIJIN1557S CHANNEL: n/a 1- 



E.O.- 12356: DECL: OADR 
TAGS: PGOV, PHUM, SOCI, CH 

SUBJECT: TFCHOl— SITREP NO. 36: JUNE 6, 1900 HOURS 
SECRET 

SECRET 

PAGE 02 

BEIJIN 15575 03 OF 03 061216Z 



UNDERSTAND THAT THE CANADIANS AND THE AUS'SIES ARE 
NOW IMPLEMFJITING DECISIONS TO REDUCE TO SKELETAL 
STAFFS . LILLEY 
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